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6. Operation of safety equipment.

Documentation should be kept on the contents of each accumulation
container unless the container is labeled to receive, for example, only
a single type of waste. The specific data required will depend on the
size and complexity of the laboratory operation. Where large quantities
of different wastes are being accumulated, the records should include
the amounts of each waste, the date each was placed in the container,
the chemical identity or type, and any information that will help in
assigning the hazard class. A waste identification (or analysis) form is
helpful in assuring that the necessary information is included.

Although the same principles apply to smaller laboratories with sim-
pler or fewer wastes, such laboratories may be able to work with simpler
rules and requirements. For example, in a teaching laboratory where a
specific experiment is being carried out by students, it should suffice to
collect the wastes in containers labeled for each waste and to record the
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